OP Pea Varieties

Sugar Snap" Snap pea, is open pollinated. 115 days. 6 ft tall 
plants. Resistant to Powdery Mildew and Pea Leaf Roll Virus.

"Mega" also is Open Pollinated. 90 days. Enation resistant. Grows 
warm or cool weather.

"Cascadia" Open Pollinated. 89 days. Enation resistant

"Sugar Star" Also Open Pollinated. 90 days. Resistant to Powdery 
Mildew and Pea Leaf Roll Virus.
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